DATE OF REPORT ( O A V*M O .• V E AM ) 


SUMMARY REPORT DIGEST- 

COMPLAINT REGISTER INVESTIGATION NO,: 

CHICAGO POLICE DEPARTMENT 


To bs used in all cases that are to be classified as either EXONERATED, UNFOUNDED, NOT SUSTAINED, or 
in SUSTAINED cases where the Disciplinary Recommendation does not exceed FIVE (5) DAYS SUSPENSION. 


209565 


28 JUNE 94 


SUBMIT ORIGINAL AND 3 COPIES IF ASSIGNED TO SAME UNIT AS ACCUSED. 
SUBMIT ORIGINAL AND 4 COPIES IF NOT ASSIGNED TO SAME UNIT AS ACCUSED. 


TO: SUPERINTENDENT OF POLICE 

ATTENTION □ ADMINISTRATOR IN CHARGE, OFFICE OF PROFESSION AL STANDARDS 
□ ASSISTANT DEPUTY SUPERINTENDENT, INTERNAL AFFAIRS DIVISION 


EROM-1 NVESTIGATOR'S NAME 

SGT. HENRY D. WARE 


RANK 

SGT. 


STAR NO. 

2143 


PLOVEE NO. 


(UN IT ASSIGN. 

008 


ADDRESS OF INCIDENT 

4959 W. 43th St 


DATE OF INCIDENT -TIME 

11 June 94 1699 


BEAT OF INCIDENT 

814 


LOCATION CODE 


19 


NAME 

1. MCNAMARA, MARK 


5 TAR NO. 

J. 9612 

2. SBKM DONOVAN, PATRICK 

PTIM 

1. 16246 


EMPLOYEE NO. 


IUNIT ASSIGN. 

008 



55 SEE ATTACHED SHEET FOR ADDITIONA L ACCUSED, COMPLAINANTS, VICTIMS, WITNESSES 

~T[ 

7T 


Humber !f 1 complainant who did not witness the alleged incident alleged that a number of uni- 


formed police officers kicked in the victim’s (her daughter, the victim one front 
door, searched and ransacked the home without permission or a warrant. No arrest. Complainant 
number #2 who also did not witness the alleged^mic^^nt alleges that the unknown police office 
while ransacking his girlfriend’s (the victim apartment damaged her personal belonging 
and that $300,00 USC wqs missing from the apartment. No arrest. 


I.A.D. LOCATION CODES* 

01 Food Sales/Restaurant 

11 

Public Transportation Veh./Facillty 

I.A.D. 

01 

PHYSICAL CONDITION CODESt 

No Visible injury - Apparently Normal 

02 

Tavern/Liquor Store 

12 

Park District Property 

02 

No Visible Injury - Under Influence 

03 

Other Business Establishment 

13 

Airport 

03 

Injured, Not Hospitalized 

04 

Police Building 

14 

Public Property - Other 

04 

Injured, Not Hospitalized - Under Influence 

05 

Lockup Facility 

15 

Other Private Premise 

05 

Injured, Hospitalized 

06 

Police Maintenance Facility 

36 

Expressway/Interstate System 

06 

Injured, Hospitalized - Under Influence 

07 

CPD Automotive Pound Facility 

17 

Public Way - Other 

07 

Injured, Refused Medical Aid 

08 

Other Police Property 

18 

Waterway, Incl. Park District 

08 

Injured, Refused Medical Aid - Under Influence 

09 

Police Communications system 

19 

Private Residence 

09 

Deceased 

10 

Court Room 



10 

Deceased - Under Influence 


* * IF CPD MEMBER, LIST RANK, STAR, SOCIA L SECUR ITY, EMPLOYEE NOS. IN ADDRESS BOX, PAX/BELL IN TELEPHONE BOX. 


CPD ; 44.112A (1/84) . C.R.NO. 

209565 


























































































FINDINGS—RECOMMENDATION'S 


Briefly summarize the investigation describing your efforts to prove or disprove the allegation (s). Indicate whether witnesses or evidence 
support or do not support the allegation(s). 

In sustained cases ONLY, copies of the accused member's Summary of Previous Disciplinary Actions and Record of Previous Compliment 
a 2^ istory w111 be nclu 7 ed as attachments. 1 .The complainants alleged that a number of unknown uniformed 
oilicers kicked in the victim!:s rear door, searched and ransacked the apartment without a 
warrant or permission; while doing so damaged the victim's personal belongings, also they 
alleged that $300 . 00 USC was missing from the apartment # 

2#The R/Sgi conducted interviews with the. complainants, the 
alleged .victim and the alleged witnesses, (see att$l6) they all stated that they did not wit 
ness the alleged incident and were not\there on the date and time of the alleged incident, 
but that someone had told them that the poli.oe hadfbeen!at the\apartment .upon'their.ratum, 

’ .-i ‘ 3*During the interview with the complainanat 

(see att#l6) he related to th^R/Sgl^that his brother who wa3 the first person at the apart 1 
merit after thfe police is a thief and that the br other Who lives on the 

street may have ransacked the ap^^men^an^baken the alleged USC* ■■■■■■■is a l 30 
one of the allfeged witnessesthe by the R, 

that in an interview the next door neighbor one mm|M/B/l 8yrs 
pt he stated to the R/Sgt that he told the officers that were chasing the 
shots fenders had ran into his girl friend 1 3 (the victim's) apartment 

with this stated to the R/Sgt that hb no longer wished to pursue hiB com¬ 

plaint against any member of the Chicago Police Dept# and would sign a form statidg this#(si 
att#i7) r 7 

^-olhe accused officer^st^e^^n^bheir reports that they re¬ 
sponded to a call of shots fired in the area of upon arrival off # Mcnamara 

and off. Donovan observed three male black subjCHA. courtyard, the off, 

offenders rar^^rt^^?esidence at a neighbor next door 

^/d/l8yrs of told office^^^^^^^^K that the offenderj'Had 


INVESTIGATIVE REPORTS— 
SUPPORTING ALLEGATION 

"investigative reports— 

SUPPORTING ACCUSED MEMBER(S) 

PHYSICAL EVIDENCE 

TOTAL NUMBER OF ATTACHMENTS 
SUBMITTED WITH THIS FILE: 

LIST ATTACHMENT NUMBERS: 

y,ST ATTACHMENT NUMBERS: * 

LIST r AJTACHMENT JN UMBERS: 

^ <i , , 

- : o 

1 ATT#18 

0 

18 


summarize tne t. ridings and recommendations. Rule violations will be cited by number only. One overall recommendation for Disciplinary 
Action will be made by the investigator. The recommendation will be for ALL sustained findings; recommendations will NOT be made 
for each sustained allegation. 

Example: 1. Violation noted, no disciplinary action warranted. 2. That the accused member bereprimanded. 3. That the accused member 

be suspended for.days (not to exceed 5 days)mu~ -d/c~ 4 - t j ,, , 

The R/Sgt concludes that with* witnesses or physical evi¬ 
dence to support the allegation of the complainant .that this complaint be NON SSUSTAINED. 


HBGOMMANDATION POR DISCIPLINARY ACTION: 


o 



“REVIEWED BY” 

,1 ; • 

AUG 1 2 1 g 94 V/V 


DATE INITIATED 7C 

(DATE COMPLAINT WAS 
RECEIVED FOR INVESTIGATION) 


DATE COMPLETED 
(DATE OF THIS 


7 JULY 94 


ELAPSED TIME 
(-TOTAL TIME, 
EXPRESSED IN DAYS) 


17 days 


Investigator will initiate the Command Channel Review 
form by completing the Investigator’s Section 


IF NECESSARY, USE AN 8 Vi x 11" SHEET OF WHIT^PAPE^T^COIWmNU^ANY ITEf 















